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Fast determination of residual glycerol and glycerides in 
biodiesel by SFC/MS using the Agilent 1260 Infinity 
Analytical SFC System 
Company: Agilent Technologies 
Click to read» 

Easy Method Transfer from UHPLC to HPLC to PREP LC 
Leveraging the Scalability of Kinetex® Core-shell 
Technology Particles 
Company: Phenomenex 
Click to read» 

Rapid Separation of Analgesic Compounds Using a Solid 

Core HPLC Column 

Company: Thermo Fisher Scientific 

Click to read» 

Robust LC/MS Application for Bioanalysis of Pain 
Management Drugs 
Company: Supelco/Sigma-Aldrich 
Click to read» 


Advanced HPLC Method Development (Online) 

15 Apr 2013 - 01 May 2013 08:00 -10:30 
LIVE ON THE WEB 

If you've ever wished that HPLC method development were more 
logical and methodical, this is the course for you. Attendees 
should have at least one year of HPLC experience in the 
laboratory and at least some involvement in developing new 
methods or troubleshooting older ones. This course is for 
chromatographers who want to develop better methods faster 
and less expensively. 

Click here» 


Issue 108 

Causes of Gradient Drift 

A reader observed baseline drift in his gradient method and 
wondered where it came from and what could be done to 
eliminate it. There are two main sources of baseline drift - 
temperature and mobile phase. If the column is operated in a 
column oven, the temperature should be constant, so 
temperature-related drift usually is not a problem, since most 
HPLC systems are configured with ovens. 

Click for PDF» View Arc hi ve» 


Issue 107 

Column Volume for Superficially Porous Particles 

A reader recently asked howto determine the column volume 
of a column packed with superficially porous particles. You’ll 
recall that these are a newer type of HPLC packing material, 
variously referred to as superficially porous, core-shell, fused- 
core, shell-type, pellicular, or some other name to describe the 
fact that the particle comprises a solid center (core) covered by 
a porous layer of silica, where the chromatography takes 
place. 

Click for PDF» View Archive» 


Issue 106 

Too Much Ion Pairing Reagent 

A reader asks, “I am using a shared equipment where 
somebody used tetrabutyl ammonium (TBA) as an ion pair in 
their mobile phase for chromatography. It looks to me like the 
ion pairing reagent was not washed completely from the 
column, even though I flushed repeatedly with methanol 
(MeOH). Is there a way I can get rid of it?? 

Click for PDF» View Archive» 


UPCOMING 

WEBINARS 

Implement High Quality, 
Routine GC-MS/MS Multi- 
Residue Pesticides 
Analysis with Ease 
Presenters: Paul Silcock 
and Jason Cole 
Click here» 

Profiting Extra Virgin 
Olive Oil using QTOF 
LC/MS and Developing a 
Prediction Model for 
Geographical Origin 
Determination and 
Adulteration of Oils 
Presenter Jack 
Cappozzo 
Click here» 
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